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portation, though from what part of the world is uncertain. A worn 
specimen of Dupont’s (about 1840), with an unpublished manuscript 
name in his handwriting, was found in the collection of the British 
Museum with the label ‘Ind or ?,’ which might mean India, or even Indies, 
East or West. Except for the somewhat rubbed pronotum and the dirty 
condition of the white coating, this specimen agrees with the type of 
schwarzii.” 

Chittenden’s discussion following the description of the species says, 
“.. . not closely related to any form but is allied to aequalis, because of 
the nature of the external coating and the tarsal structure, the brush of 
the extremely wide third tarsal joint being widely separated medially. It 
differs noticeably in the slender nearly straight rostrum, flat pronotum with 
declivous sides and strongly villous lower surface, and the strongly 
fimbriate legs. This beautiful species is so distinct from all the others of 
the genus known to the writer as nearly to warrant the erection of a new 
genus for its reception.” 


The finding of the second specimen, a female, has made me wonder if 
it is an immigrant, a tropical species washed in from the Indies during 
the high spring tides. Two specimens, though, are hardly enough to confirm 
the origin; therefore, additional collecting is being planned for the coming 
spring. 

Sexual dimorphism is pronounced and exhibited as follows: MALE: 
Smaller and more slender. Length, 12 mm.; width, 4.5 mm.; length of 
rostrum, 3.6 mm. Pronotum, length, 4.6 mm.; width, 3.8 mm.; disc flat, 
opaque black, middle vitta a fine line extending from apex to base, lateral 
vitta black, raised, polished, of nearly uniform width, enclosing with side 
margin an elongate, flat, strongly declivous black area. Lower surface 
strongly villose, each puncture with a long yellow seta; first and second 
abdominal sterna concave, pygidium obtuse. FEMALE: Larger, not 
slender. Length, 17 mm.; width, 5.9 mm.; length of rostrum, 4.2 mm. 
Pronotum, length, 6.0 mm.; width 5.0 mm., disc flat, middle vitta wider, 
stronger, lateral vittae wider, raised, polished, the declivous space between 
lateral vitta and side margin narrower. Lower surface less villose, sterna 
convex, pygidium conical, 5th sternum longer. 


The specimen from Knotts Island has been generously given to the 
U. S. National Museum. 
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BOOK NOTICE 
THE CICINDELIDAE OF CANADA, by J. B. Wallis. University of Toronto 


| Press, 74 pp., 4 colored plates, 1961, $5.00—This little book is certainly a valuable 


guide to the tiger beetles of Canada and northern United States. The author has 
Spent a lifetime studying these interesting beetles in the field and laboratory. 
Although this book is, and is meant to be, an elementary treatment of the family, 
there are many data included which are new to the literature. As such, it serves 
to extend our knowledge of the group as well as to provide a working tool. The 
author and the publishers both are to be congratulated for this effort, modestly priced. 
We can hope that further volumes of a similar nature will soon appear. 


